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Message Text 

CONFIDENTIAL 

PAGE 01 GENEVA 12759 221321Z 
ACTION SY-05 

INFO OCT-01 EUR- 12 10-13 ISO-OO ACDA-12 /043 W 

073799 222049Z/13 

R 221315Z AUG 78 
FM USMISSION GENEVA 
TO SECSTATE WASHDC 3395 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL GENEVA 12759 

SECSTATE FOR SY/T & ACDA SECURITY OFFICER 
FRANKFURT FOR RTC 

E.O.l 1652:GDS 
TAGS: ASEC 

SUBJ: TECHNICAL SECURITY EQUIPMENT 
ACR-CCTV SYSTEMS-BOTANIC BUILDING (SALT) 

1 . RTC/FRANKFURT ADVISES THEIR STOCK OF NINE (9) INCH 
MONITORS FOR CCTU SYSTEM HAS BEEN EXHAUSTED. IS IT 
POSSIBLE FOR SY/T TO TRANSMIT MONITOR UNIT DIRECT TO 
GENEVA FOR USE AT BOTANIC BUILDING. SALT DELEGATION 
IS PRESENTLY IN RECESS BUT WILL RETURN ON OR ABOUT 9/5. 

MONITOR IS NEEDED FOR ACCESS CONTROL TO ELEVATORS 
BOTANIC BUILDING. 

2. PLEASE ADVISE ACTION TAKEN. 

3. RSO IS AWARE THAT SY/T IN COORDINATION WITH RESPECTIVE 
RTCS IS IN THE PROCESS OF REFURBISHING ACR INSTALLATIONS 
ON A WORLD-WIDE BASIS. A RECENT REVIEW OF THREE ACRS 
UTILIZED BY SALT INDICATE THEY ARE IN NEED OF RENOVATION. 

4. AS YOU ALREADY KNOW, SALT'S THREE ACRS ARE IN USE 
ON A DAILY BASIS, THEREFORE, RECEIVE MORE USE THAN 
ACRS LOCATED AT OUR LARGE MISSIONS. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 GENEVA 12759 221321Z 


5. RSO REQUESTS SY/T TO REVIEW ITS ACR RENOVATION SCHED- 
ULE AND ADVISE IF SALT'S HAVE BEEN INCLUDED. 

VANDEN HEUVEL 
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